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UNCLASSIFIED 

PAGE 01 ANKARA 02427 020452Z 
ACTION EUR- 12 


Message Text 


INFO OCT-01 ISO-OO EB-08 NRC-07 ERDA-07 /035 W 

021400Z 024637/43 

R 011410Z APR 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 6987 
USDOC WASHDC 
AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 
INFO AMCONSUL ISTANBUL 


UNCLAS ANKARA 2427 


E.O. 11652: N/A 
TAGS: BEXP, TU 

SUB J : PRODUCT OPPORTUNITY: RESEARCH TRAINING AND RADIOISOTOPE 
PRODUCTION REACTOR 


GENERAL SECRETARIAT OF TURKISH ATOMIC ENERGY COMMISSION(TAEC) 
HAS INFORMED EMBASSY THAT TAEC WILL BE MAKING A STUDY OF 
FEASIBILITY OF ESTABLISHING A REASEARCH, TRAINING AND 
RADIOISOTOPE PRODUCTION REACTOR NEAR ANKARA. TAEC REQUESTS 
THAT INTERESTED FIRMS COMPLETE QUESTIONAIRES THREE COPIES 
OF WHICH WE AIR MAILED TO USDOC, ONE TO ATHENS AND RETURN 
TO TAEC BY APRIL 28. FOR FUTHER INFORMATION U.S. FIRMS 
MAY CONTACT: 

TURKISH ATOMIC ENERGY COMMISSION 
ALACAM SOKAK NO. 1 1 
CANKAYA-ANKARA-TURKEY 
TELEPHONE: 27 81 55 AND 27 81 56 
TELEX: 42581 ATOM TR 
REFERENCE: TEK: 11120-6-77. 

MACOMB ER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA02427 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 14-0749 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977041 00/aaaadjcm. tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 45eeb39b-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2663299 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY: RESEARCH TRAINING AND RADIOISOTOPE PRODUCTION REACTOR GENERAL SECRETARIAT OF 

TURKISH ATOMIC ENERGY COMMI 

TAGS: BEXP, TU 

To: STATE COM 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/45eeb39b-c288-dd1 1-92da-001cc4696bcc 
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